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उपभोक्ता मामले , खाद्य और सार्वजनिक वितरण मंत्रालय 

( उपभोक्ता मामले विभाग) 
(भारतीय मानक ब्यूरो ) 

अधिसूचना 
नई दिल्ली, 20 जनवरी , 2017 


का . आ . 541 ( अ ). भारतीय मानक ब्यूरो नियम 1987 के नियम 7 के उपनियम ( 1) के खंड ( ख ) के अनुसरण में भारतीय 

एतद् द्वारा अधिसूचित किया जाता है की भारतीय मानक , जिनके विवरण इसके साथ अनुबंधित अनुसूची के द्वितीय कॉलम में 
दिए गए है वे तृतीय कॉलम की तीथि से निरस्त कर दिए हैं और वापस ले लिए गए हैं । 

अनुसूची 
क्रम संख्या रद्दकिये गए मानक ( कों ) की संख्या एवं शीर्षक 

रद्द होने की तिथि 
___ ( 2 ) 

( 3 ) 
आई एस 325 : 1996 

29 जून 2015 
आई एस 10561 : 1983 / आई ई सी 606 : 1978 

29 जून 2015 
आई एस 7700 : 1975 

29 जून 2015 
आई एस 8530 : 1977 

29 जून 2015 
आई एस 586 : 1976 

29 जून 2015 
आई एस 7914 : 1975 

29 जून 2015 
आई एस 3528 : 1966 

12 जनवरी 2012 
आई एस 3553 : 1966 

12 जनवरी 2012 
आई एस 5077 : 1969 

12 जनवरी 2012 
आई एस 10322 ( भाग 2) : 1982 

15 जुलाई 2014 
11 . आई एस 10322 (भाग 3) : 1984 

15 जुलाई 2014 
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12. 


13 . 


14 . 


15 . 


16 . 
17 . 


3119 TA 10322 (HTT 4 ) : 1984 

31 TA 2992 : 1987 
3115 TH 9223 : 1989 (TEST TUT ) 

31419 TH 11994 : 1986 

3118 TH 8216 : 1976 
3119 TH / 3115 & 61241- 18 : 2004 
31419 TH 15086 (HTT 1) : 2001 

3419 TH 8030 : 1976 
311 % JA 3646 (PTT 2 ) : 1966 (TEST YHTETUT) 

3119 TH 3646 (HTT 3 ) : 1968 

3419 TH 3682 : 1966 


18 . 


15 16 18 2014 
18 11 2013 
18 ST 2013 
18 LATE 2013 
18 STS 2013 
18 FATE 2013 
18 1911$ 2013 
18 GLSTS 2013 
18 11 2013 
18 JA 2013 
21 4 2015 

[HH: qa / Ta - 3 ] 
सी . बी . सिंह , अपर महानिदेशक 


19 . 


20 . 


21. 


22 . 


MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLIC DISTRIBUTION 

(Department of Consumer Affairs ) 
(BUREAU OF INDIAN STANDARDS ) 

New Delhi, the 20th January , 2017 
S .O . 541 (E ). — In pursuance of clause (b ) of sub -rule (1 ) of Rule 7 of the Bureau of Indian Standards Rules , it 
is, hereby notified that the Indian Standard , particulars of which are given in the second column of the Schedule hereto 
annexed has been cancelled on the date against it in the third column and stands withdrawn . 

SCHEDULE 


SI No 
( 1 ) 


Date of Cancellation 

( 3 ) 
29 June 2015 
29 June 2015 


1 . 


29 June 2015 
29 June 2015 
29 June 2015 


No and Year of the Indian Standards Cancelled 

( 2 ) 
IS 325 : 1996 Three - phase induction motors 
IS 10561 : 1983/IEC 606 ( 1978 ) Application guide for power 

transformers 
IS 7700: 1975 Quadrature phase -shifting voltage transformers 
IS 8530 : 1977 Maximum demand indicators (Class 1) 

IS 586 : 1976 Laclanche type dry batteries for 
telecommunications, signalling and general purposes( Third 

Revision ) 
IS 7914 :1975 Specification for Standard Cells 
IS 3528 : 1966 Waterproof Electric Lighting Fittings 
IS 3553: 1966 Watertight Electric Lighting Fittings 

IS 5077 : 1969 Decorative Lighting Outfits 
IS 10322 (Part 2 ):1982 Luminaries:Part 2 Constitutional 

Requirements 
IS 10322 (Part 3) : 1984 Luminaries :Part 3 Screw and Screwless 

Terminations (Superseding IS 6585 ) 
IS 10322 (Part 4 ): 1984 Luminaries: Part 4 Methods of Tests 
IS 2992 :1987 Specification for Insulation Resistance Testers,Hand 

Operated (Magneto Generator Type) 
IS 9223: 1989 Portable Earth Resistance Specification (First 

Revision ) 
IS 11994 : 1986 Specification for Portable Insulation Resistance 

tester (Mains Operated ) 
IS 8216 : 1976 Guide for Inspection of Wire Ropes . 


29 June 2015 
12 January 2012 
12 January 2012 
12 January 2012 
15 July 2014 


11 . 


15 July 2014 


12 . 
13. 


15 July 2014 
18 July 2013 


14 . 


18 July 2013 


15 . 


18 July 2013 


18 July 2013 
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17 . 


18 July 2013 


18 . 
19 . 
20 . 


18 July 2013 
18 July 2013 
18 July 2013 


IS / IEC 61241 - 18 :2004 Electrical Apparatus for Use in the Presence 

of Combustible dust: Part 11 Protection by Encapsulation 
IS 15086 ( Part 1) : 2001 Non - Linear Resister type Surge Arrester 

IS 8030 : 1976 Luminaries for Hospitals 
IS 3646 ( Part 2 ): 1966 Code of Practice for Interior Illumination 
Part 2 : Schedule of Illumination and Glare Index Interiors (First 

Revision ) 
IS 3646 (Part 3 ) : 1968 Code of Practice for Interior 
Illumination :Part 3 Calculation of Coefficients of Utilization by the 

BZ Method 
IS 3682: 1966 Flame Proof AC motors for Use in Mines . 


18 July 2013 


22 


21 June 2015 


[Ref: PUB/GN -3 ] 
C . B . SINGH , Addl.General Director 
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